MISSION  OF  NOMBRE  DE  DIOS.  Mission  Chapel 
and  Great  Cross  at  America's  First  Mission,  St. 
Augustine,  Florida.  Here  Pedro  Menendez  de  Aviles 
landed  in  1565  to  found  St.  Augustine  and  here 
Spanish  priests  founded  the  country's  first  Indian 
mission.  200-foot  high  Great  Cross  marks  the  site 
where  American  Christianity  began. 
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